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INSTRUCTIONS FOR INSTALLING THE 
157514 MODIFICATION KIT ON A MODEL 
28 TYPING UNIT LP12 AND UP TO PROVIDE 
AUTOMATIC CARRIAGE RETURN AND LINE FEED 


1. GENERAL 7 


“a. The 157514 modification kit when installed on a Model 28 Typing Unit 
LP12 and up provides the automatic carriage and line feed function. 


b. The 157514 modification kit consists of: 


1 110434 Screw 4-40 x 3/16 Fil. | 1 157973. Arm: 
1 110743 # £Washer, Lock 


2. INSTALLATION 


Position spacing drum so that the transfer arm is accessible, then mount the > 
157973 transfer arm extension to the transfer arm using the 110434 screw and 
110743 lock washer. 


3. ADJUSTMENTS 


‘For adjusting procedure refer to standardized adjustment information. 
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